SEPA Environmental Event Report 


Elms Event Number ENV/0891953 Notification Number 1 

Event Description Odour, Gulls and Noise from 2 Sisters 


Reported By 
Surname 
Forename 
Organisation 
Name 
Address 1 
Address 2 
Address 3 
Town 
Post Code 
Tel No 
Fax No 

Email Address 


Receiving Officer 

Time Received 07:22:00 

Date Received 18-MAY-18 


Location 


Origin Public Complainant 

Affected Medium Air 

Investigating Team Falkirk, Alloa, Stirling and Perth 

Investigating Officer 


Time Responded 07:35:00 

Date Responded 18-MAY-18 

Within 24? Yes 

Located Notifiers Address? Yes 


Date Event Occurred 18-MAY-18 

Site Name RSA Site? No 


Catchment 

Mental H&S Low 

Assessment 

Assessment 

Description 


Impact 

Category 4 - Other 

Type 

Odour 

Cause 

Other 

Sector 

Industry 

Source 

IPC / PPC part A 

Sepa Activity 

PPC 

Potential Hazard 

Farm Name 



Complainants Notified? No Details 


Reported printed on 11-OCT-19 10:15 AM 
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SEPA Environmental Event Report 


Action 

Description 


SCC passed on complaint to epi inbox 07:23am . Smell, seaguls and noise from chicken factory. Horrible disgusting smell, 
rotting cabbages. 5 smell. Is disgusting from cO-op near the factory- couldt even buy anything thats open from the shop, 
started at 5.30am this morning also noticed it w ednesday morning at 6.30am. calm and clear- no w ind. 

See action description ENV/0891955 - as called SCC w ithin hour and so treated as one. 

did inspection of site 28/05/2018 and noted no seaguls. The site had undertaken a programme through rento-kill over 
the past few years to remove eggs and so this seemed to help the number of seagull numbers. 

NFA in this instance on -going work with site to address suspected odour issues. 
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